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Freshman to follow 
passion for hunting 



gun control laws 
o controlling? 



Questions billow around 
car fire in parking garage 




George Walker | the collegian 
A 2002 Pontiac Grand Prix was found in the K-State Parking Garage on fire at approximately 12:30 p.m. Thursday. 



By Jon Parton 
the collegian 



Plumes of smoke billowed out 
the side of the parking garage 
Thursday afternoon as fire 
scorched a 2002 Pontiac Grand Prix. 
Two people on the scene were treated 
for smoke inhalation. 

Firefighters received a call about 
the fire at 12:27 p.m., according to 
Sam Dameron, Manhattan Fire De- 
partment's assistant chief of opera- 
tions. 

Dameron said fire crews had to 
use a brush truck in order to reach the 
vehicle since the fire engines could not 
enter the parking garage. 

"We're not sure how it started 
yet," Dameron said. 

Fire crews found the car, parked 
on the west side of the third floor of 
the garage, with fire coming out of 
the engine. K-State Parking Services 
employees attempted to put it out with 
fire extinguishers. 

Fire crews attempted to use the 
standpipe system in the garage in or- 
der to get water to the third floor, but 
were unable to do so due to an ob- 
structed pipe. 

When contacted. Parking Services 
referred the Collegian to K-State 's Di- 
vision of Communications and Mar- 
keting. Personnel there did not answer 
any questions, instead referring to a 



press statement. However, their office 
did not publish any statement on the 
matter. 

The press release issued by the 
fire department did mention that Park- 
ing Services officials assured them 
that the garage was safe and no dam- 
age was done to the structure. 

An unidentified man wearing 
jeans, T-shirt and a black jacket at- 
tempted to prevent people from get- 
ting to the west side of the third floor 
of the garage. The man threatened to 



have a Collegian student employee 
arrested, even though said student al- 
ready received police permission to 
access the area. 

Maj . Don Stubbings of the K-State 
Police Department said the man did 
not work for the police department. 

"That's not one of ours," Stub- 
bings said. "All of ours were in uni- 
form." 

The car, valued at $2,000, was 
considered a total loss according to the 
fire department. 




Evert Nelson | the collegian 
K-State Police, Manhattan Fire Department and Mike's Towing evaluate a car that 
caught fire inside the second level of the parking garage on Thursday afternoon. 



SGA discuss using surplus funds for Union renovation 



By Bridget Beran 
the collegian 



The Student Governing As- 
sociation's Thursday meeting fo- 
cused on funding for the K-State 
Student Union and encouraging 
the Kansas Board of Regents 
to adopt a policy of noting on 
non-academic misconduct dis- 
missals on transcripts. 

According to Bill Smriga, 
executive director of the Union, 



in light of choices made by stu- 
dents and the cuiTent tone of the 
construction business, the ren- 
ovation would cost more than 
the funds currenfly allocated by 
several million dollars. Rather 
than have to cut a multitude of the 
projects, senators attempted to 
find a resolution to this problem. 

Student Body President Rea- 
gan Kays, senior in agribusiness, 
addressed senators about the ex- 
istence of bond surplus funds, 
which are collected based on 
student enrollment rising, and uti- 



lizing these dollars to help make 
up the difference. Senators also 
considered an allocation of stu- 
dent bond privilege fee debt re- 
duction and emergency allocation 
account for the Union renovation. 

It is proposed that $1.2 mil- 
lion be allocated to the renovation 
process from this account as well. 

"We looked at these ac- 
counts and decided that it made 
no sense for students to be in- 
vesting these monies and not be 
seeing anything out of it," Kays 
said. "Rather than having all this 



money just sitting in Anderson 
Hall where it can be swept by the 
state, we'd rather use it to fulfill 
the renovations that students want 
in the Union." 

The bond surplus fund re- 
ceived an average of $382,000 
each year and has not been uti- 
lized since 2010. The student 
bond privilege fee debt reduction 
and emergency allocation ac- 
count currently has a balance of 
$2,103,951.95. 

Continued on page 5, "SGA" 



K-State awards 
undergraduates 
with research grants 



By Jill Seiler 

THE collegian 



Undergraduate research is receiving more empha- 
sis in the push to become a Top 50 public research uni- 
versity by 2025. 

The Office of Undergraduate Research and Cre- 
ative Inquiry presented its inaugural undergraduate 
research award grants earlier this month to 20 K-State 
students. 

Anita Cortez, director of the Office of Undergrad- 
uate Research and Creative Inquiry, said she feels that 
undergraduate research is an essential part of reaching 
the 2025 goal. 

"Undergraduate research is important," Cortez 
said. "Students get involved earlier in their career. 
They're networking with professionals in their field 
early. They are presenting at national conferences, and 
many are already published by the time they graduate." 

Jason Ellis, assistant professor in communications 
and agricultural education, said he believes undergrad- 
uate research will help K-State reach its goal of being a 
top 50 public research university by 2025 by addressing 
two themes of goal: research and undergraduate edu- 
cation. 

"Undergraduate research advances student think- 
ing, student learning and student engagement in the 
university, all things that attract students to K-State, 
help keep students at K-State and help students support 
K-State now and as future alumni," Ellis said via email. 

Cortez said she believes that a student who has 
conducted undergraduate research has a better chance 
of getting into graduate school. Furthermore, she said 
she also believes that students who do undergraduate 
research will become more passionate about their field 
because they can have a real impact on their field of 
study. 

Maggie Hulett, junior in animal sciences and in- 
dustry, received an Undergraduate Research Award 
grant for her dairy nutrition study. She said she feels 
that participating in undergraduate research has been 
important to her college career. 

"I think it's definitely important," Hulett said. "It 
opened me up to new experiences. I've never done any- 
thing like this before, and now I'm considering going to 
grad school because I've liked what I have done so far." 

The Office of Undergraduate Research and Cre- 
ative Inquiry presented two types of awards: the Under- 
graduate Research Award grant and the Undergraduate 
Travel Award. The research award was a maximum of 
$1,000 and was presented to freshmen through seniors 
from all across the university. 

The travel award will reimburse students for the 
cost of attending and traveling to events associated with 
their research, such as to present or attend a conference. 

First preference was given to students who had 
not conducted a research project before or who had not 
been funded before. This was in an effort to bring more 
undergraduates into research. 

"We're only scratching the surface," Cortez said. 
"Most students don't know what they can do." 

Hulett said she believes the grant program will help 
bring awareness to what students can do in terms of un- 
dergraduate research. 

"I think it should increase the interest in research 
projects," Hulett said. "If there's money going towards 
it than it might motivate more students to go through 
with research." 

Students interested in undergraduate research 
should reach out to professors in departments they are 
interested in conducting a research project in. Hulett 
met with several different professors in multiple de- 
partments before she decided to conduct her research in 
dairy nutrition with Barry Bradford, associate professor 
in animal sciences and industry. 

The undergraduate research grants are a large part 
of trying to get more students into research. However, 
the Office of Undergraduate Research and Creative In- 
quiry is also starting a Research Ambassador program 
to help make more students aware of the benefits of do- 
ing research during their undergraduate. 

Cortez said she hopes that the grant program and 
ambassadors will help make more students aware of the 
opportunities and benefits of research. 

"In 10 years, I see most students knowing about 
us and coming through the door," Cortez said. "I see 
students knowing when they come to K-State that this is 
a place they come to do undergraduate research. We've 
been doing undergraduate research at K-State for a long 
time. Hopefully the grants will make it better known." 
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A lion in tlie wild usually makes 
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ACROSS 

1 "Keep it 
down!" 
4 Touch 
8 Consider 

12 Sailor's 
assent 

13 Clean 

14 Gumbo 
ingred- 
ient 

15 Track 
star, 
maybe 

17 Round 
figure? 

18 Recluse 

19 Banjo's 
kin 

21 Which- 
ever 

22 Skiing 
time 

26 Yuletide 
punch- 
bowl 
fill 

29 Phone 
trans- 
mission 

30 Galena, 
eg. 

31 Peregri- 
nate 

32 Snoop 

33 Cheshire 
counte- 
nance 

34 Lemieux 
milieu 

35 Fella 

36 Gleam 



37 "The 
Dumb 
Waiter" 
play- 
wright 

39 Insepa- 
rable 

40 Parisian 
pal 

41 Family 
sub- 
divisions 

45 Genie's 

home 
48 Break 

into 

factions 

50 Theater 
award 

51 Links 
props 

52 Rotating 
part 

53 Sport 

54 Lip 

55 Store- 
front-sign 
abbr. 

Solution time 



DOWN 

1 Cummer- 
bund 

2 Advertise 
big-time 

3 Frau's 
mate 

4 Canopy 

5 Nuts 

6 Work with 

7 High- 
speed 
road 

8 Dough- 
nut-shop 
order 

9 — out a 
living 

10 Mess up 

11 VIP in 
China's 
history 

16 Mirror's 
offering 
20 Break- 
fast- 
cereal 



name 
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Yesterday's answer 2-27 



23 Spelling 
or 

Amos 

24 Green 
land 

25 "Monop- 
oly" 

payment 

26 Suit- 
case 

27 Places 

28 It takes 
the cake 

29 Saute 

32 Sticklers 

33 First 
Ameri- 
can 
orbiter 

35 Jewel 

36 Type of 
layered 
rock 

38 Diminish 
gradually 

39 Lecher's 
looks 

42 Leave 
a good 
impres- 
sion? 

43 Posterior 

44 Weap- 
onry 

45 Despon- 
dent 

46 Copper 
head? 

47 "Mamma 
— !" 

49 Shooter 
ammo 
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2-27 CRYPTOQUIP 

RZU TQIHUROEJ TKTSOYRY' 

HCRZ JQR BUBQVRUL YQ 

QNRUE RZUK BUECIUL RZUOB 

BCTU "LURQVB LU NBCETU." 

Yesterday's Cryptoquip: I THINK THE DRIVER 
BEHIND ME MIGHT BE CURSING ME OUT. 
MAYBE I'LL CHECK MY SWEAR- VIEW MIRROR. 
Today's Cryptoquip Clue: R equals T 
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The Collegian welcomes your letters. We reserve the right to edit 
submitted letters for clarity, accuracy, space and relevance. A letter 
Intended for publication should be no longer than 350 words and 
must refer to an article that appeared In the Collegian within the 
last 10 issues. It must Include the author's first and last name, year In 
school and major. If you are a graduate of K-State, the letter should 
Include your year(s) of graduation and must Include the city and 
state where you live. For a letter to be considered, it must Include 
a phone number where you can be contacted. The number will not 
be published. Letters can be sent to letters@kstatecollegian.com 

Letters may be rejected if they contain abusive content, lack 
timeliness, contain vulgarity, profanity or falsehood, promote per- 
sonal and commercial announcements, repeat comments of letters 
printed in other issues or contain attachments. 

The Collegian does not publish open letters, third-party letters or 
letters that have been sent to other publications or people. 



CORRECTIONS 

Due to a Collegian error on page 7 of Wednesday's edition, Maria 
Vannicola's name was misspelled. 

Due to a Collegian error on page 1 of Thursday's edition. Encyclo- 
paedia Britannica was misspelled. 

If you see something that should be corrected or clarified, call 
managing editor Som Kandlur at 785-532-6556 or email news© 
kstatecollegian.com. 
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address changes to Kedzie 103, Manhattan, KS 66506-7167. First 
copy free, additional copies 25 cents. [USPS 291 020] 
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FOURUM. 






785-260-0207 






The Fourum is a quirky view of campus 
life in voices from the K-State commu- 
nity. Positive and humorous comments 
are selected for publication by the 
Collegian marketing sta|f. 


14 days until spring break. Push on, 
my people. 


Editor's note: To submit your Fourum con- 
tribution, call or text 785-260-0207 or email 
thefoLirum@kst£3tecol/egi£jn.com. Your e-mail 


Remember when we beat KU? 


address or phone number is logged but not 
published. 



THE BLOTTER 

ARREST REPORTS 
Tuesday, Feb. 24 

Jerome Maruice Scholz, of Fort Riley, was 
boolted for battery. Bond was set at $2,000. 
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By Dave Green 



DAY OF MUSIC 



K-State 
hosts 
band 
festival 
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Manhattan Library Association 



Book Sale 



Sat. Feb. 28 



Sun. March 1 



10 a.m. -4 p.m. ^^^^^ 1 p.m. -3:30 p.m. 

Manhattan Public Library Auditorium 
629 Poyntz • 785-776-4741 




Upson Lecture Series presents: 
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Freshman explains his passion for hunting, his future in the industry 



By Savannah Rattanavong 
the collegian 



Crouched on a tall ledge 
overlooking a wooded forest 
in Colorado, Nate Watson, 
freshman in wildlife and out- 
door enterprise management, 
set his gaze upon a bull elk 
grazing in the distance. He 
continued watching the ani- 
mal for a minute before rais- 
ing his rifle and lining it up to 
the elk's heart. 

Watson quivered with 
anticipation, but forced him- 
self to breathe in and out and 
murmur a quick prayer. And 
with that, he let his finger 
pull the trigger. 

"There's this thing called 
buck fever," Watson said. 
"It's when you're lining up, 
getting ready to pull a trigger 
on an animal, and it's just like 
this surge of adrenaline that 
gets in you and you just start 
shaking. I remember with my 
first buck I missed the first 
shot at it because I was shak- 
ing so much, but I knocked it 
down on the second one. I al- 
ways pray before I shoot, and 
I always take deep breaths 
and try to get in the most con- 
trolled and relaxed position 
as I can." 

Watson, an avid hunter, 
grew up in a family of hunt- 
ers and fishermen in Albu- 
querque, New Mexico - so it 
was only natural that he took 
on the trade and hobby, as 
well. 

"Back home, my dad 
manages an indoor shoot- 
ing range and a gun store so 
I kind of grew up hunting 
and fishing my whole life," 
Watson said. "I love the out- 
doors. We had a cabin in the 
mountains in Northern New 
Mexico, and so every chance 
I got I went up there or went 
on a backpacking trip with 




Allison Evans | the collegian 

INate Watson, freshman in wildlife and outdoors enterprise management, hopes to turn this passion for hunting into a career. 



buddies." 

Watson traveled all 
across the country to states 
including Colorado, Mon- 
tana, Texas, New Mexi- 
co, Wyoming and Kansas. 
Through his travels, Watson 
was able to experience all 
sorts of terrains and wildlife. 

"Being from New Mex- 
ico is kind of cool, because 
we have all these strange ex- 
otic animals there that a lot 
of people don't get to hunt," 
Watson said. "I've gotten to 
hunt a broad range of animals 
like ibex, barbary sheep and 
oryx. What I love to hunt the 
most though is probably deer 
and elk. I've gotten to hunt a 
variety of birds too and I also 
shoot a lot of wild pigs." 



State Briefs 



compiled by Chloe Creager 



Zoetis helps establish 
CORE for College of 
Veterinary Medicine 



According to a K-State 
news release, Zoetis, a lead- 
ing animal health company, 
recently gifted $250,000 to 
the College of Veterinary 
Medicine to help establish 
the Center for Outcomes Re- 
search and Education. Also 
known as CORE, the new 
research and training center 
will focus on applying and 
extending of outcomes re- 
search in animal health both 
from a national and world- 
wide perspective. 

The goal of CORE is to 
improve effectiveness and 
efficiency in animal health 
care and related impacts on 
human health. The center will 
also demonstrate the value of 



vetermary treatment, preven- 
tion and diagnostic activities. 

"This is an exciting op- 
portunity to expand outcomes 
research to the global animal 
health community," Sabina 
Gasper, global head of out- 
comes research for Zoetis, 
said in the news release. "By 
supporting the creation of 
CORE, K-State has clearly 
demonstrated its commit- 
ment to veterinary medicine 
and animal health and we are 
pleased to be at the forefront 
of this effort. The center will 
focus on the projects that 
have U.S. and global reach 
to strengthen the impact of 
outcomes research in animal 
health." 



K-State to host Kansas 
American Planning 
Association Symposium 



According to a K-State 
news release, the universi- 
ty's landscape architecture 
and regional and communi- 
ty planning department, in 
association with the Kan- 
sas chapter of the American 
Planning Association, will 
be hosting a regional sympo- 
sium next Friday from 9 a.m. 
to 4 p.m. 

The symposium, which 
is open to the public, will 
showcase local efforts to 
address issues related to en- 
vironment, economy and 
equity. It will include tour 
projects led by landscape 
architecture and regional 
and community planning 
students and faculty of areas 
such as the Seaton Hall green 
roofs, the Meadow and the 
Center for Childhood Devel- 
opment's permeable parking 
lot, combined urban storm- 
water management system 



and Sunset Zoo's bio-reten- 
tion project. The afternoon 
will have several presenta- 
tions as well. 

"Last year's symposium 
was an effort to bring back 
a spring APA-KS event, to 
complement the annual fall 
conference," said Huston 
Gibson, assistant professor 
of landscape architecture 
and regional and community 
planning in the news release. 

Gibson said he hopes the 
symposium will eventually 
become an event that cycles 
around the state each spring. 

"Planning for sustain- 
ability requires understand- 
ing of site specific solutions," 
Gibson said in the news 
release. "Attendees at this 
year's symposium will learn 
about a broad range of sites 
demonstrating best practices 
in sustainable planning and 
design." 



Grab your copy of 
thecollegian 
at Rodmans 



As a frequent and con- 
sciously respectful hunter, 
Watson said he makes sure 
that no animal he hunts goes 
to waste. He uses as much of 
the hide and meat of the ani- 
mal as he can, because of his 
beliefs and general respect 
for nature. 



"I think that God gave 
us animals to rule over and 
it says that in the Bible, so 
I believe that," Watson said. 
"There's a lot of different 
ethics out there for hunting. 
I have the utmost respect 
for every animal I hunt and 
so every animal I kill, I use 



as much meat off the animal 
as possible. I don't think it's 
respectful to shoot an animal 
just for the sport of it. We 
skin the meat of everything 
we kill. If I shoot something 
and it runs, I do everything I 
can to recover that animal." 
Watson hunts with his 



family and friends often, even 
though he lives hundreds of 
miles away. They plan trips 
together every year that also 
helped them keep in touch. 

"(Nate's) so passion- 
ate about hunting," said 
Tim Madrigal, a close fam- 
ily friend of Watson's from 
Dripping Springs, Texas. "He 
maintains his physical abili- 
ty so he can hunt hard. He's 
not an armchair hunter where 
you sit and wait for some- 
thing to come by; that's not 
the boy. He's hunted elk deer 
and that's tough. You can't 
use vehicles and you have to 
keep moving. He's a skilled 
huntsman." 

For six days last Decem- 
ber, Watson and three of his 
peers in the wildlife and out- 
door enterprise management 
program had the opportunity 
to experience firsthand the ins 
and outs of managing a hunt- 
ing operation and be featured 
in an episode of "The Bod- 
dington Experience." Only 
four out of more than 100 
students in the program were 
chosen, one from each class. 
They drove out to Elk City, 
Kansas where they stayed at 
Timber Trails Ranch. 

Each day, the group 
would go hunting and film 
footage for the show. After- 
wards, they attended lectures 
given by prominent figures in 
the industry, including Craig 
Boddington himself. 

Continued on page 5, 
"Watson" 



RCPD investigates 
criminal damage 
to rental property 

According to Little Apple Post, Riley County Police De- 
partment officers responded to a report of criminal damage to 
property in the 800 block of Fremont Street around 1 1 :45 a.m. 
Tuesday. The owner of the property, Roger Seymour, 55, placed 
the call after discovering the rental space had been severely 
damaged. 

Damage to the rental property included several broken 
doors, a broken toilet, a broken sink and broken cabinets, with 
an estimated damage cost of approximately $1 ,500. At the time 
of Little Apple Post's publication, no arrests had been made and 
police are continuing to investigate. 



Police Briefs 



compiled by Chloe Creager 



An attempt to break 
up fight injures two 

Riley County Police Department responded to a re- 
port of aggravated battery Tuesday at approximately 3:35 
p.m. regarding an incident that had happened previously 
on Sunday around 2:20 a.m., according to Little Apple 
Post. 

Victims of the battery, Riley Ross, 22, of Manhat- 
tan and Zachary Kasmiskie, 20, of Manhattan, sustained 
non-life threatening injuries after they attempted to stop a 
physical altercation between two unnamed subjects. Both 
victims were injured by the same suspect. 

At the time of the Little Apple Post's publication, no 
arrests have been made and the investigation is ongoing. 



Marlatt Elementary 
reports, comments on 
vague criminal threat 

According to Little Apple Post, the Riley County Police 
Department received a call about a criminal threat at Marlatt 
Elementary around 5:30 p.m. Wednesday. The following state- 
ment was later issued to the public: 

"Dear Marlatt families. 

On Feb. 25, the school received a vague comment by mail 
but there were no specific threats made to the school or staff. 
Regardless, the Riley County Police Department plans to in- 
vestigate the matter. We will continue to closely adhere to our 
current safety practices. 

Brett Nelson 

Principal, Marlatt Elementary School" 



Pottawatomie Jail 
inmate found dead; 
no foul play suspected 

According to Little Apple Post, Pottawatomie 
County Jail inmate Andrew Brown, of Wamego, was 
found unresponsive in his cell by just after midnight 
during rounds in the jail Tuesday. Pottawatomie Coun- 
ty Emergency Medical Services was notified and 
Brown was transported to Wamego City Hospital, 
where he was pronounced dead. 

The Kansas Bureau of Investigation received no- 
tification immediately and is conducting an investiga- 
tion of the death. At the current time, foul play is not 
suspected. 
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First United 
Methodist Church 

612 Poyntz Ave. 
fiimcmanliattan.com 
@fumcmhk 
776-8821 



Come Join Us 

Contemporary Worship: 8:35 
Fellowship Time: 9:30 
Sunday School: 9:45 
Traditional Worship: 1 1 :00 
Supporters of 
K-State Wesley 



1 



Vqrace 

baptist ctlurcti 
lE.,rt:lliuiif Jesus Christ 



Worship Service at 8:30 & 11 :00 a.m. 

Adult and Children 
Bible Hour Classes 
Offered at 10:00 a.m. 
785.776.0424 
www.gracebchurch.org 
2901 Dickens Ave. 
(2 biks. E. of Seth Child) 



FAITH 

BAPTIST CHURCH 

1001 South Scenic Dr. 
Manhattan, KS 66503 

Sunday Services 

Sunday School 9:30 a.m. 
Morning Service 1 0:45 a.m. 
Evening Service 6:00 p.m. 

Wednesday Service 6:30 p.m. 



Christian Science 
Services 



Sunday 10:00 a.m. 
Wednesday 7:00 p.m. 
in the Reading Room 



110S. 4th St. 

Reading Room: 
Tues.-Thurs. 11 a.m.-l p.m. 



MANHATTAN JEWISH 
CONGREGATION 



Worship; Fri. 7:30 pm 
1509 Wreath Ave, Manhattan 

Everyone Welcome! 
www.manhattanjewishcong.org 

In association with HILLEL 
The Jewish student organization 
www.k-state.edu/hillel 



Vineyard 
|Community Church' 

' Come as you are, you will be loved. 

J Worship Service: 

Sundays at 10:30 am 

Young Adult Bible Study: 

Sundays at 12:30 pm 



2400 Casement Rd. 

manhattanvineyard.com 
(785) 539-0542 



check out the 
religion directory 



St. Isidore's 
Catholic Student 
Center 

MASS SCHEDULE 

Tuesday-Thursday 10 p.m. 
1; Friday 12:10 p.m. 
Saturday 5 p.m. 
Sunday 9:30 a.m., 11 a.m., 

4:30 p.m., 6 p.m. 
Father Jarett Konrade, Chaplain 
711 Denlson 539-7496 



EVERY FRIDAY 



Lutheran Campus Ministry 

All Are Welcome! 
Sunday 

5 p.m. Student Meal 
6 p.m. Infomial Worship 

Thursday 

7 p.m. Bible Study 

Luther House, 1745 Anderson 
Pastor Kevin Clark 
THEREVKEV@ATT.NET 

http://KSULCM.ORG/ 

Facebook : ELCA Lutheran Campus 
Ministry at Kansas State University 



UNIVERSITY 

CHRISTIAN CHURCH 

SUNDAYS 

Traditional Services 
8:15 & 11:15 a.m. 

Contemporary Services 

8:15, 9;£5^1:15 a.m. 

www.uccmanhattan.net 

2800 Claflin Rd. • 785-776-5440 



FIRST LUTHERAN CHURCH 
ELCA 

Worship: 

Saturday 5:30 pm • Sunday 10 am 

Christian Education 

Sunday 9 am 

Community Dinner 

Thursday Nights V\, 

Handicapped 
Accessible 
Find us on 
Facebook! 

www.FirstLutheranManhattan.org 
930 Poyntz • 785 537 8532 
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Current gun control is too controlling 



Jena iLRNSTiNG 

THE COLLECIANl 



At the age of 5, 1 was given my first gun. 
It was a Daisy BB gun. Since thien, I have 
shot and handled more powerful and more 
intimidating guns. Every time I pick up a gun, 
whether it be one I have shot hundreds of times 
or something new, I hear the same stream of 
words in my head that my dad told me the day 
he gave me my Daisy: 

"The gun can be dangerous if handled 
incorrectly," he said. "Always keep the muzzle 
pointed in a safe direction and always treat the 
gun as if it is loaded, even if you know it is not. 
All guns need to be treated with respect." 

I believe that "gun control" is knowing 
how to control a gun. It is constantly knowing 
and understanding how to correctly use and 
treat whatever gun is in your possession. It is 
the ability to use common sense. 

The Kansas Board of Regents policy on 
weapons possession states that a weapon is, 
"any object or device which will, is designed to 
or may be readily converted to expel a bullet, 
shot or shell by the action of an explosive or 
other propellant." It continues with more speci- 
ficity as to what a weapon is considered to be. 

I understand the need for a weapons policy 
in regards to campus safety, but I do not think 
a policy will hold a shooter back from their 
intent. 

In 2013, a provision was created where 



colleges and universities in Kansas could not 
prohibit people caiTying concealed guns unless 
a building has "adequate security measures." 
The institutions governing boards can request 
an exemption prohibiting concealed weapons 
for up to four years, according to the National 
Conference of State Legislatures. 

K-State has not had a change in the weap- 
ons policy since 2009, and concealed carry or 
open carry is not allowed on campus. I have 
always felt safe on campus with the exception 
of walking alone at night. I am grateful for the 
universities' safety apps, LiveSafe and Wildcat 
Walk, but neither makes me feel safer when 
walking on campus alone at night, even with a 
police officer next to me. If I were up against 
someone with the intent of killing or hurting 
me with no sort of protection of my own, there 
is no doubt in my mind I would lose that fight. 

As of Wednesday, Kansas adults are 
allowed to carry concealed handguns, loaded or 
unloaded, after the Senate endorsed legislation. 
Kansans do not have to obtain a state license or 
participate in a firearms safety course before- 
hand, according to The Topeka-Capital Journal. 
I believe that K-State should follow in this 
legislation's footsteps. 

I would feel safer if I was allowed to carry 
a gun on campus. Although I may not ever have 
to use it, having a gun as personal protection 
would make me feel a lot safer. The minimum 
age for open carry in Kansas is 18 years old. 
There is no reason I should not be able to exer- 
cise my right when walking on state ground or 
university property. 

The views and opinions expressed In this col- 
umn are those of the author and do not necessarily 
reflect the official policy or position of The Colle- 
gian. 

Jena Ernsting is a freshman in agricultur- 
al communications and journalism. Please 
send comments to opinion@kstatecollegiar). 
com. 



Keep restricting guns on campuses 




Kelly Iverson 
the collegian 



I am not familiar with guns. I have never 
owned a gun; I have never felt comfortable 
around them. This is why I believe that re- 
gardless of someone's skill behind the trigger, 
whether they hunt for sport or go to the shoot- 
ing range on the weekend, there is no reason 
guns should ever be allowed on K-State's 
campus. 

The rise of active shooters is one reason 
why guns, concealed carry or not, should not be 
allowed on college campuses. An active shooter 
is "an individual actively engaged in killing or 
attempting to kill people in a confined and pop- 
ulated area; in most cases, active shooters use 
firearms(s) and there is no pattern or method 
to their selection of victims," according to the 
U.S. Department of Homeland Security. 

Active shooters are known to act quickly 
and sporadically, and responding to them is 
very difficult. Oftentimes, active shooter situ- 
ations are over before law enforcement even 
arrives at the scene. K-State is trying to find the 
best response to active shooters, according to 
the Collegian's article, "K-State to adopt new 
policy in response to active shooters." 

ALICE: alert, lockdown, inform, counter 
and evacuate: this is the strategy K-State has 
designed to keep students safe in the case of an 
active shooter. A study conducted by the FBI 
showed that there were 160 active shooter inci- 



dents, resulting in the death of 486 people from 
2000-2013. 24.3 percent of those incidents (120 
casualities and 39 incidents) occurred in an 
educational environment. 

With the number of active shooter 
incidents continuing to grow, it is no wonder 
K-State is adopting a policy to protect its stu- 
dents even more from an incident happening on 
our beloved campus. 

The jury selection for the Colorado theater 
shooting case is cun'ently underway, and I can't 
help but think that something like that could've 
happened closer to home, if not on our very 
own campus. The Virginia Tech shooting in 
2007 still weighs heavily on students' minds 
everywhere, and the list of tragic active shooter 
incidents goes on and on. 

Not everyone agrees that students are 
actually safer without guns. Lawmakers in 10 
states are actually pushing bills to permit the 
carrying of firearms on campuses, hoping that 
arming females will lower the number of sexual 
assaults. These states include Florida, Nevada, 
Indiana, Montana, Oklahoma, South Carolina, 
South Dakota, Tennessee, Texas and Wyoming, 
according to The New York Times. 

While I can acknowledge that sexual as- 
sault is a huge problem on college campuses, I 
can't help but think women and men alike stand 
a better chance against someone attempting 
assault than an active shooter taking open fire 
on campus. There are other, more reliable ways 
to remain safe on campus without bolstering a 
gun to your backpack. Let's reverse this trend 
of growing active shooters and make campuses 
everywhere a safer place. 

The views and opinions expressed in this 
column are those of the author and do not neces- 
sarily reflect the official policy or position of The 
Collegian. 

Kelly Iverson is a senior in mass commu- 
nications. Please send comments to op/n- 
ion@kstatecolleglan.com. 




"A wefC regufatecf mifitiay being necessary 
to the security of a free state, the right 
ofthejpeopfe to £eejp and hear arms, shafC 
not he infringed. 
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Talk 



If you could only listen to one genre for the rest 
of your life, who would be your go-to artist? 



Brandon Wall 

SOPHOMORE^ 
KINESIOLOGY 



"Genre: Rock 
Band: Starlet" 




"Rock. Creed; I've always 
liked them since I was a 
kid, and their guitarist." 




Shaun Dowdell 

JUNIOR, 
AMERICAN ETHNIC STUDIES 



"It'd be between hip-hop 
and reggae. The 3hree Proj- 
ect, because it represents 
more than hip-hop; it rep- 
resents where I come from." 





"Probably some sort of 
indie-folk. Radiohead." 



ONRAD FaGAN 



FRESHMAN 
PSYCHOLOGY 



"'80s hair metal, because it's 
what I grew up listening to 
and seeing. Stryper." 
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SGA I Senators encouraged to speak out 
against state legislators' education cuts 



Continued from page 1 

Senators could allot almost $3 
million to cover projects including a 
catering kitchen, Little Theatre ren- 
ovations, Bluemont Room renova- 
tions and other projects. 

While the renovations are not 
attractive pieces, according to Smri- 
ga they are important to the financial 
health of the Union. 

"We hope with these funds we 
can give students the Union that they 
want and that they deserve," Kays 
said. 

Senators passed a resolution to 
recommend the Kansas Board of Re- 
gents adopt K-State's policy to note 
on students' transcripts if they were 
dismissed for non-academic miscon- 
duct. Sarah Haley, senior in psychol- 
ogy, proposed an amendment for the 
notation to include whether or not 
the misconduct involved violence. 
While heavily debated by senators, 
the amendment was declined. 

Heather Reed, assistant vice 
president to the Office of Student 
Life, was on hand to help answer 
questions and provide guidance 
about K-State's current policy and 



the changes being made. 

Changes were made to the stat- 
ues for allocations funding to elim- 
inate prior loopholes, such as orga- 
nizations that require students to be 
enrolled in a specific class, and trav- 
el expenses. Mason Grittman, senior 
in mechanical engineering, brought 
forth an amendment that onlys allow 
travel expenses to be allotted to stu- 
dents who were currently enrolled at 
K-State or were within six months of 
graduation with prior experience in 
the organization. 

Statutes were also changed to 
the fine arts funding regulations to 
include benefits and to the statutes 
concerning the recreational complex 
contract. 

Kiley Moody, coordinator for 
New Student Services, spoke to sen- 
ators about the power they have as 
students to be involved in the polit- 
ical process and encourage them to 
speak out against the education cuts 
being made by state legislators. 

"If storming a court can make 
national news, just think what storm- 
ing the capitol could do," Moody 
said. 

Student Centered Tuition En- 



hancement's budget of $432,757 to 
fund 12 projects including Wildcat 
Watch, the student writing center. 
Developing Scholars program along 
with others, was approved. The tu- 
ition enhancement fund had an ex- 
cess of $321,026.77 which will be 
put into a reserve account for addi- 
tional tuition enhancement alloca- 
tions. 

Lizzie Petite, senior in man- 
agement, informed senators that the 
executive board would be collecting 
assessments on students' needs relat- 
ed to OrgSync in the spring. 

Funds worth $750 were ap- 
proved for the Little Apple Pride 
Parade, which will take place April 
11, the same day as K-State Open 
House. The Student Finance Associ- 
ation also received $1,000 to travel 
to New York City for the Financial 
Companies Tour. 

Funds worth $1,000 were also 
given to the American Institute of 
Graphic Arts to travel to Dallas, 
Texas for the National Student Show 
and Conference. On the Spot Improv 
Club received $450 in funding to 
travel to Chicago for the National 
College Improv Tournament. 



WATSON \ Students hunt 
on camera, see difficulties 



Continued from page 3 

"It was really cool to see a dif- 
ferent aspect of the hunting industry," 
Watson said. "I'd never been a part of 
the filming part of it before. It's a lot 
different. Something I learned is that 
it's hard when you have a camera crew 
with you. You have to be able to get 
the shot on camera. There are a lot of 
circumstances that will arise that will 
prevent that so a lot more things have 
to go right when there's a camera crew 
with you to make it successful." 

Marchant Starr, sophomore in 
wildlife and outdoor enterprise man- 
agement, was also chosen to go on the 
trip, and said she appreciated the value 
of everything they leaiTied. 

"I had a great time throughout the 
trip," Starr said. "We interacted with 
hunters that didn't treat us like college 
students. They treated us as hunters. 
It was a good hands-on experience of 
what to expect in owning your own 
hunting operation. We were able to see 
how to treat future clients because we 
were the clients in this situation." 

Starr also saw the value in 
strengthening the relationships with 
her peers. 



"Nate and I are in the same class, 
so we already knew each other," Starr 
said. "As we spent time with the other 
students on the trip, we all got closer 
and became friends." 

Watson also realized how import- 
ant it was to learn as much as he could 
from the trip and later apply those 
skills and information when he had his 
own business. 

"If I could choose what I do in the 
future, it would probably be managing 
a hunting resort or outfit somewhere," 
Watson said. "I would totally be open 
and love to have different camera 
crews run it, come in and film hunts 
there; that's great publicity and (public 
relations) for your company to have 
that." 

The trip only made Watson even 
more excited for his future in hunting. 
He said he saw the beauty in nature 
every time he went out and plans on 
continuing to respect it in the many 
years to come. 

"Just being out in God's kingdom 
to me is really special and it's like a 
different kind of contentment and joy 
when I'm outside," Watson said. "It's 
what I'd love to do for the rest of my 
life." 



CLASSIFIEDS 



NEW HOME FINDER 

Let us help you choose your neighborhood 
The symbols on the map coordinate with 
an area of town. 




1118 VATTIER. Newer 
two-bedroom, two 
bath apartment with 
large rooms. $1000 
with free Internet and 
cable. One block to K- 
State and Aggieville. 
All appliances, includ- 
ing washer and dryer, 
in units. Private park- 
ing. Security lighting. 
No pets. No smoking. 
August lease. TNT 
Rentals 785-539- 
0549.D» 

1203 THURSTON. 
Newer two-bedroom 
apartments. Great 
price. $900-$950 with 
free Internet and cable. 
One block to K-State. 
All appliances, includ- 
ing washer and dryer, 
in units. Private park- 
ing, security lighting, 
and balconies. No 
pets. No smoking. 
June lease. TNT 
Rentals 785-539- 
0549.n» 

1209 BERTRAND. 
One block to K-State. 
Newer one-bedroom 
($760) two-bedroom 
($950) with free Inter- 
net and cable. Stain- 
less steel appliances, 
washer and dryer in 
units. Private parking, 
security lighting, and 
balconies. No pets. No 
smoking. June lease. 
TNT Rentals 785-539- 
0549.n» 

ONE BEDROOM Apart- 
ment. One half block 

to Aggieville and KSU. 
526 N. 14th $650 per 
month. Dishwasher on 
site laundry. Water and 
trash paid. Off Street 
Parking. 661-802-1295. 





E 




Housing/Real Estate 




FIVE, SIX or seven- 
bedroom available in 
June or August. Call 
785-587-4100. AGGI- 
ETOWN.NET 




APM - FOUR BED- 
ROOMS. Great Loca- 
tions! Call 785-539- 
2300 Ext. 201. al- 
liancemhk.com 

SHORT WALK to cam- 
pus. One-bedroom and 
two-bedroom apart- 
ments available for 
March, June, and Au- 
gust. No pets or smok- 
ing. $550 and $650 per 
month. Call 785-214- 
2898 or contact us at 
www.schrumrentalsllc- 
com 



1832 CLAFLIN. One 

block to K-State. Two- 
bedroom, recently re- 
medied, apartments 
($775). Landlord pays 

water, trash, cable, 
and Internet. Coin oper- 
ated laundry on-site. 
Private parking. Secu- 
rity lighting. No pets. 
No smoking. August 
lease. TNT Rentals 
785-539-0549.! 

APARTMENTS NEAR 

campus, central air, 
laundry on-site. No 
pets. One-bedroom 
$580; two-bedroom 
$720; three-bedroom 
$855-$960; four-bed- 
room $1200. 785-539- 
1545 or 785-537-1746. 

MYPRIMEPLACE.- 
COM 

STUDIO. ONE, two, 
three and four-bed- 
room available. 
ALL BILLS paid. 
PETS ALLOWED. 
Contact 785-370^696. 

1530 MCCAIN. Two- 
Bedroom. $765-$785. 
714 Humboldt Two- 
Bedroom. $715. 913 
Bluemont. Three-bed- 
room. $945. 1012 
Freemont. Three-bed- 
room. $1125 1012 
Freemont. Four-bed- 
room $1200-$1240. 
Close to campus. 
Dishwasher. No pets. 
785-539-0866. 

ONE TWO Three and 
Four-bedroom apart- 
ments. Near campus/ 
Aggieville. August 
lease. somerset- 
mgmtco.com 785-539- 
5800 



TWO-BEDROOM 
Apartments. Left 
Side. Three blocks 
from the Natatorium. 
Call 785-565-8324 or 
785-313-8296. 

TWO-BEDROOM, 
One Bath. Walk to 
campus. Not new con- 
struction, but not new 
prices. Well main- 
tained. All electric. Au- 
gust 1 lease, www.ren- 
tkstate.com. 785-447- 
0183 

ONE-BEDROOM 
NEWER building. Two 
blocks from campus. 
Half block from Ag- 
gieville. No smoking. 
No pets. Available Au- 
gust 1st. 785-313-7473 

WWW. 

VILLAFAYPROPER- 
TIES.COM. One to Six- 
bedroom houses/ apart- 
ments. (Some with two 
kitchens.) Next to K- 
State. Washer/ Dryer. 
No pets. 785-537-7050. 

ONE, TWO, Three- 
Bedroom. Close to 
campus. Leasing in 
June or August. Call 
785-565-8324 or 785- 
313-8296. 




BEST KSU HOUSES! 

Close to KSU and the 
Ville! All Amenities! 
RentCenterllne.com 

LARGE TWO-bedroom 

house washer/ dryer, 
close to campus, 785- 
762-7191 785-210- 
7424 



925 AND 931 Blue- 
mont. Four-bedroom 
duplex. Two and a half 
bath. Fireplace. Large 
walk-in closet and van- 
ity sink in each bed- 
room. Laundry 
hookups. No pets or 
smoking. June or Au- 
gust. 785-539-0866.n» 

509 N. Manhattan. 
Two blocks from K- 
State. Nice seven- 
bedroom house 
$2275 per month, land- 
lord pays Internet, ca- 
ble, trash and main- 
tains yard. Two 
kitchens, three bath- 
rooms. All appliances 
including washer and 
dryer. Back deck, off 
street parking, no pets, 
no smoking. June 
lease. TNT Rentals 
785-539-0549 □♦• 

UNCOMMON 
RENTAL EXPERI- 
ENCE! 

RentCenterllne.com 

805 THURSTON. Near 
K-State. Six-bed- 
room house. $1800/ 
month. ($300/ person) 
Two kitchens. Three 
bathrooms. All appli- 
ances, including 
washer/ dryer. Land- 
lord pays Internet, ca- 
ble, trash, and main- 
tains yard. No pets. No 
smoking. June lease. 
TNT Rentals 785-539- 
0549.» 

THREE, FOUR, Five- 
Bedrooms. June, Au- 
gust. Close to Campus. - 
Reasonable Rent. 785- 
341-1897 





Rent-Apt. Unfurnished Rent-Apt Unfurnished Rent-Apt. Unfurnished 



APM - ONE BED- 
ROOM AVAILABLE! 
Call 785-539-2300 Ext. 
201. alliancemhk.com 

APM - TWO BED- 
ROOMS AVAILABLE! 
Call 785-539-2300 Ext. 
201. alliancemhk.com 

FOR RENT duplex 
Remodeled Available 
Three-Bedroom Three 
Bath washer/dryer, 
driveway. 

Two-Bedroom One 
Bath washer/dryer, 
driveway. 

Five blocks to campus 
816-351-0693. 

FOUR BEDROOM, 
two bath. Large bed- 
rooms, vanities in bed- 
rooms. Washer/dryer. 
Stainless steel appli- 
ances. Newer construc- 
tion. $1500 a month. 
429 Leavenworth. (785)- 
6324892 

APM - THREE BED- 
ROOMS. Great Loca- 
tions! Call 785-539- 
2300 Ext. 201. al- 
liancemhk.com 



THE PAVILION Apart- 
ments at 1121 
Thurston. Now leasing. 
Two-bedroom, two 
bathroom. Washer/ 
dryer, free internet, wa- 
ter and trash included. 
Close to KSU/ Ag- 
gieville. Only one apart- 
ment left. Call Marcie, 
913-269-8142. 

MANHATTAN CITY Or- 
dinance 4814 assures 
every person equal op- 
portunity in housing 
without distinction on 
account of race, sex, fa- 
milial status, military 
status, disability, reli- 
gion, age, color, na- 
tional origin or ances- 
try. Violations should 
be reported to the Di- 
rector of Human Re- 
sources at City Hall, 
785-587-2440. 



APM - SIX BED- 
ROOMS. Great Loca- 
tions! Call 785-539- 
2300 Ext. 201. al- 
liancemhk.com 



THREE-BEDROOM. 
Two bath. Close to city 
park. Washer/ dryer in- 
cluded. No pets. June 
1st. Call Holly at 785- 
313-3136. 



THREE BEDROOM 
one and a half bath 
apartment. Wash- 
er/dryer, all appliances 
included. Internet pro- 
vided. $1050.00- 
/month. Off street park- 
ing and close to cam- 
pus/Aggieville. Call/text 
785-632-0468. https:- 
//blueskyproperty.man- 
agebuilding.com 



0 i.oonUon 

to advertise 

"yoijT- rental property. 

Contact us at 
LIJ' 

JliiaiiJJJiillii'aJsailliiiiiLlJJiJJJJilJlilLiJJJ 




I Stadium ^ Aggieville/Downtown 

KEY ^ West Campus ^ East Campus 
A Anderson/Seth Child Close to town 



WILDCAT 
PROPERTY 
MANAGEMENT 

537-2332 
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Service Directory 




ROOMMATE wanted- 
Georgetown Apart- 
ments, two bedroom/ 
two bath, 3rd floor, fire- 
place, balcony, no 
pets, washer/ dryer in 
unit. Rent is $564.50 
plus half of bills. Lease 
runs until September. 
Ready to move in now. 
785-230-8656 



Rent-Houses S Duplexes 



FOUR,FIVE,Six bed- 
rooms available June 
and August. Call 537- 
7138. 

FOUR-BEDROOM 
House. Two bath. Ap- 
pliances included. 
Two refrigerators. 
Washer/ Dryer. Walk- 
ing distance from cam- 
pus. $1500/ month plus 
deposit. No pets. 1507 
Denison. Call Bill at 
316-210-6312. t 

THREE-BEDROOM 
two bath house with 
two car garage. Nice lo- 
cation for Vet Student. 
Clean newer House 
$1200/ month June or 
August lease. Call/ 
Text/ Email 785-632- 
0468 blueskyproper- 
ty@outlook.com 
https;//blueskyproperty.- 
managebuilding.com 

TWO, THREE, four, 
five and six-bedroom, 
close to campus. 
Washer/ dryer. No 
pets. 785-317-5026. 




SHIVLEY LAW FIRM, 
PA. Criminal law attor- 
ney. Robert Shivley At- 
torney at Law. 1029 
Poyntz Avenue 
785-537-8415. 
www.shivleylaw.com 




Employment/Careers 




SUMMER INTERN- 
SHIP-Overland Park 
KS construction man- 
agement firm is seek- 
ing a summer intern. 
100% travel across the 
united states all ex- 
penses paid. Please 
email amy@kansasas- 
phalt.com if you are in- 
terested in this posi- 
tion. 

ARE YOUR HOURS 
THIS GOOD? NO 
nights, weekends, or 
holidays. Daytime 
hours Monday-Friday; 
Full-time or part-time. 
Paid weekly. 
785-537-6243. 

FULL-TIME/PART-time 
help needed making 
custom engraved 
stones, flexible sched- 
ule, sandblast, paint, 
grinding involved, call 
785-587-0010 or email 
ann@stoneworxsigns.- 
com for an application 

GRADUATE STU- 
DENT wanted as egg 
donor. Local couple 
planning an IVF preg- 
nancy will pay $5,000 
plus expenses to the 
most suitable appli- 
cant. Legal representa- 
tion will be provided to 
protect rights of all par- 
ties. Please send your 
resume and photo to 
yots@cox.net 

THE COLLEGIAN can- 
not verify the financial 
potential of advertise- 
ments in the Employ- 
ment/ Opportunities 
classifications. Read- 
ers are advised to ap- 
proach any such busi- 
ness opportunity with 
reasonable caution. 
The Collegian urges 
our readers to contact 
the Better Business Bu- 
reau, 501 SE Jeffer- 
son, Topeka, KS 
66607-1190. 785-232- 
0454. 



A FULL House in Man- 
hattan is seeking a 
manager who loves to 
work in a fast paced en- 
vironment. Previous 
customer service and 
employee management 
experience a plus. 
Email resume to afull- 
house@ruraltel.net. 



BARTENDERS 
NEEDED 

Wamego Country Club 
is now accepting appli- 
cations for experienced 
Bartenders. Go to www.- 
wamegogolf.com for ap- 
plication. Please send 
completed applications 
to Wamego CC 1900 
Country Club Dr. 
Wamego, KS. 66547 or 
email chad@wame- 
gogolf.com 



CLERK/ STOCKER. 
Evenings and week- 
ends, excellent opportu- 
nity to learn about 
plants. Pick up applica- 
tion at Eastside or 
Westside Market. 



PART-TIME House- 
keeping & Cleaning 
Prairiewood Retreat 
and Preserve is look- 
ing for hard working, re- 
liable individuals who 
are interested in doing 
cleaning and house- 
keeping work on an as 
needed basis depend- 
ing on our reservation 
schedule. Hours can 
vary from 10 to 20 
hours per week, some 
weekends required. 
You must have reliable 
transportation. If you 
are a detailed person, 
who enjoys the field of 
hospitality and is inter- 
ested in being part of 
our team, please e-mail 
your contact informa- 
tion to: vicky- 
b@prainewood.com 

ADVERTISING PRO- 
FESSIONAL sought for 
to lead student sales 
staff of Kansas State 
Collegian. Experience 
in media and/or sales 
required. FIT, base + 
commission, benefits. 
Details: collegianmedia.- 
com. 

PART-TIME help with 
office management for 
consulting business 
based out of Manhat- 
tan home office. Mi- 
crosoft Office skills a 
must. Experience with 
QuickBooks, web-site 
maintenance or market- 
ing a plus but not re- 
quired. Great resume 
building opportunity 
that could lead to full 
time employment. 

BOURBON & BAKER 
is accepting applica- 
tions for kitchen staff. 
Experience preferred, 
but not required. Can 
work with school sched- 
ules. Apply within at 
312 Poyntz Avenue, 
downtown Manhattan. 



Pregnancy 

Testing Center 

539-3338 

wwv/. PTCkansas.com 
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')Reat Options, Real Help, Real Hope" 
' Free pregnancy testing 
J Totally confidential service 
'\\ Same day results 
' \ Call for appointment 

' ^l^on.-Fri. 9 a.m. -5 p.m. 

Across from campus in Anderson Village 



Deadlines 



Classified ads must be 
placed by noon the day 
before you want your ad 
to run. Classified display 

ads must be placed by 
4 p.m. two working days 

prior to the date you 

want your ad to run. 

CALL 785-532-6555 

E-mail classifieds@kstatecolleqian.com 



Classified Rates 



IDAY 
20 words or less 

$14,95 
each word over 20 
20{ per word 

2 DAYS 

20 words or less 

$16.95 
each word over 20 
25( per word 

3 DAYS 

20 words or less 

$19.95 
each word over 20 
30( per word 

4 DAYS 

20 words or less 

$22.50 
each word over 20 
35< per word 

5 DAYS 

20 words or less 

$25.05 
each word over 20 
40( per word 

{consecutive day rate) 



To Place An Ad 



Go to Kedzie 103 (across 

from the K-State 
Student Union.) Office 
hours are Monday 
through Friday from 
8 a.m. to 5 p.m. 



How To Pay 



All classifieds must be 
paid in advance unless 
you have an account 

with Student 
Publications Inc. Cash, 
check, MasterCard, Visa 

or Discover are 
accepted. There is a $25 
service charge on all 
returned checks. We 
reserve the right to edit, 
reject or properly 
classify any ad. 



Corrections 



If you find an error in 
your ad, please callus. 
We accept responsibility 
only for the first wrong 
insertion. 



Cancellations 



If you sell your item 
before your ad has 
expired, we will refund 
you for the remaining 
days. You must call us 
before noon the day 
before the ad is to be 
published. 



Check out . what's, ^. . 

noDPenma at K-otote 



I 



Office located 
in Kedzie 1 16 
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Weather forces K-State s mitt, 
cancels weekend home opener 



BASEBALL 



By Timothy Everson 
the collegian 



Mother Nature has forced the 
Wildcats to cancel their 
home opener this week- 
end against Eastern Illinois. Instead, 
K-State (4-4) will head west to take 
part in a three-game series against 
the University of California (5-3). 

K-State head coach Brad Hill 
said he was disappointed in hav- 
ing to put off the first game of the 
season at Tointon Family Stadium. 
With the forecast calling for 9-12 
inches of snow; however, Hill said 
he understands the circumstances 
call for the cancellation. 

"We will adjust," Hill said. 
"You have to do what you have to 
do. It's scramble time; it's trying 
to find the best spot where you felt 
like if you were going to spend the 
money. We were going to play and 
it looked like Berkeley, California 



was the best bet." 

The Bears will be the fifth Pac- 
12 team K-State has played this 
season. The Wildcats are coming 
off a 2-2 finish at the Big 12/Pac-12 
Showdown last weekend. 

K-State experienced both the 
downside and upside of late-game, 
clutch hitting in Arizona. The Wild- 
cats lost twice on walk-off singles 
before finally winning on a walk-off 
single of their own. Senior outfield- 
er Max Brown said he has seen a 
lot of tenacity in the Wildcats' first 
eight games. 

"It's great to see the whole 
team just really into it, competing 
and fighting until that last out, last 
play," Brown said. "We just have 
little baseball things we need to 
work on, but it's just nice to have 
a good week of practice to fix those 
up." 

Sophomore pitcher Nate Greip 
(1-0) will make his third start of the 
season on Saturday, taking his 2.51 
ERA against California right-hand- 
ed pitcher Daulton Jefferies (1-1), 
who has a ERA of 3.86. 



Greip is coming off his sec- 
ond-career complete game, giving 
up two runs in a win over Utah. 

"Greip has been pretty good; 
(he has) shown us two good out- 
ings," Hill said. "He overcame some 
adversity in his last game and did 
really well. Obviously he shows that 
he can go deep into a game. He's a 
great, conditioned athlete; his matu- 
rity level seems to be up." 

On Sunday, K-State will send 
sophomore Colton Kalmus to the 
mound to take on Ryan Mason (1- 
0). Junior pitcher Corey Fischer 
will finish off the series on Monday 
against a Bear pitcher that is still to 
be announced. 

The Wildcats are 0-4 against 
California all-time. First pitch on 
Saturday is scheduled for 8 p.m. 



Taylor Aldekman | the collegian 

Sophomore infielder Taylor An- 
derson returns the ball to the field 
at the K-State vs. Baylor Baseball 
game on Apr. 17, 2014 at Tointon 
Family Stadium. The Wildcats took 
a victory of 8-2 against the Bears. 




Wildcats wrap up road slate against TCU 



WOMEN'S BASKETBALL 



By Andrew Hammond 
the collegian 



It's rare to have what would be con- 
sidered a homecoming game this late in 
the season. 

Such is the case for K-State head 
coach Jeff Mittie, who faces his former 
team, TCU, in Fort Worth, Texas Satur- 
day for the first time since leaving for 
K-State. 

In the season's first meeting in Bram- 
lage Coliseum, the Wildcats (16-11,6-10) 
dispatched the Homed Frogs (16-11 , 8-8) 
93-79 in an offensive explosion that saw 
K-State nearly eclipse the century mark 
for the first time in nine seasons. 

"The basketball part was the easy 
part," Mittie said following the TCU vic- 
tory earlier this month. "The preparation, 
we didn't talk about it. I think they knew 
who we were playing." 

After the TCU win, K-State dropped 
three-straight games — two at home — 
which may dampen their NCAA Tour- 
nament at-large bid hopes. However, 
with a win over in-state rival Kansas on 
Wednesday, the Wildcats remain in line 
for a winning season in Mittie's first sea- 
son as head coach. 

One of the stars Wednesday against 
the Jayhawks was Texas native Haley 
Texada. The senior scored a season-high 
20 points in her final regular season game 
against Kansas. When playing against 
TCU earlier this month, Texada put up 16 
points to go along with four assists. 

Although the Wildcats have strug- 
gled at times with consistency, one player 
has made history by consistently being a 
threat near the basket. Sophomore Bre- 
anna Lewis passed Marlies Gipson with 
her 87th and 88th blocks of the season 
Wednesday to become the all-time regu- 
lar season blocks leader at K-State. Lew- 




Cassandra Nguyen | the collegian 



K-State head coach Jeff Mittie talks with sophomore forward Breanna Lewis on 

the sidelines during the second half of the K-State vs. Oklahoma Women's Basketball 
game last Saturday in Bramlage Coliseum. The Wildcats were led by Lewis with eight 
boards on the night, but the team suffered a loss of 73-64 against No. 2 Oklahoma. 



is has now tallied 36 games with at least 
two blocks in her two short seasons in the 
Litde Apple. 

Much is expected of Lewis, who 
dominated the Homed Frogs in the first 
matchup with a career-high 28 points and 
12 rebounds. Lately, though, Lewis has 



stmggled to replicate that form. Although 
she broke the blocks record against the 
Jayhawks, she shot just 2-10 from the 
field to finish with four points and eight 
rebounds. 

K-State and TCU are scheduled to 
tipoff at 2 p.m. from Fort Worth, Texas. 



K-State travels to Iowa today for weekend 
competition at Big 12 Indoor Championships 



TRACK AND FIELD 



By Emilio Rivera 
the collegian 




After an impressive showing at the K-State 
Open last weekend, K-State track and field travel to 
Ames, Iowa to compete in the Big 12 Indoor Cham- 
pionships. 

Last season, the K-State men's and women's 
teams finished third and fifth in the conference 
championships, respectively. 

This season, K-State bolsters one of its best 
squads to date, with both the men's and women's 
team ranked in the top 25 nationally at No. 17 and 
No. 6, respectively. 

The women's team features two-time defending 
Big 12 champions, junior thrower Sara Savatovic 
and senior pentathlete Erica Twiss. The Wildcats 
also cun'ently own the top mai'ks of the season in 
four separate events. 

Junior Akela Jones is responsible for setting 
three of them. Jones is tops in the conference in long 
jump, high jump — an honor she shares with sopho- 
more Kim Williamson — and the pentathlon. 

The men's team is also filled with talented play- 
ers, including freshman Christoff Bryan who owns 
the conference's best mark in the high jump event. 
Also sitting atop the Big 1 2 is junior Reinis Kregers , 
who bests the conference in the heptathlon. 

The Big 12 Indoor Championships kick off Fri- 
day with the pentathlon before ending on Saturday 
when each event will crown a conference champion. 



Parker robe | the collegian 

Junior jumper Alyssa Kelly soars throught the air 
to a long jump of 5.62 meters at the K-State Open 
track and field meet on Feb. 20 at Ahearn Field 
House. 



K-State faces nations 
top equestrian team this 
weekend for Senior Day 



EQUESTRIAN 



By Andrew Hammond 
the collegian 



A week removed from stun- 
ning No. 3 TCU, No. 10 K-State 
equestrian looks to spring an- 
other upset at home, this time 
against No. 1 Baylor. 

Saturday's matchup is Se- 
nior Day for five Wildcat seniors, 
three of which will compete in 
the season finale. Kelsey Sousa, 
Savannah Smith and Madison 
Wayda will attempt to ride the 
Wildcats to victory for the final 



time. The trio have combined for 
88 wins and 13 Most Outstanding 
Rider awards during their time at 
K-State. 

"It will be great to finish out 
at home with the entire team, but 
extra special as we will be hon- 
oring the five graduating seniors 
who have contributed a lot to our 
team diu'ing thek collegiate ca- 
reers," K-State head coach Casie 
Maxwell said to K-State Sports. 

A K-State win would secure 
an undefeated record at home for 
the 2014-15 campaign. 

The meet is scheduled to 
start on Saturday at 10 a.m. at 
Timbercreek Stables in Manhat- 
tan. 




Hannah Hunsinger [ the collegian 

Senior hunter seat Madison Wayda takes ajump on Carasi at the 
Sept. 25, 2014 meet against New Mexico at Timbercreek Stables. 



Don't just act 

like you know what 

you are talking about. 



Get Educated. 
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Flaunt your philanthropy 



PAID ADVERTISEMENT 



Kappa Delta 



Sh 



am 



rock 
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The K- State chapter of 
Kappa Deha will host its 
fifth annual Shamrock 
Shootout Feb. 28 and 
all-you-can-eat buffet 
March 1 to raise money 
to prevent child abuse. 

A three-on- 
three basketball tourna- 
ment with separate fe- 
male and male brackets 
will be from 9 a.m. to 2 
p.m. Saturday, Feb. 28, 
at the Chester E. Peters 
Recreation complex. A 
large raffle and all-you- 
can-eat benefit dinner 
will be from 5-8 p.m. 
Sunday, March 1, at 
Kappa Delta Sorority, 
1220 Centennial Drive. 

Tickets to at- 
tend the raffle and din- 
ner will be sold from 1 1 
a.m. to 3 p.m. Feb. 25- 
27 at the Kappa Delta 
booth in the K-State 
Student Union for $7 
or at the door for $8 on 



March 1. Participation 
in the basketball tour- 
nament is $60 per team. 

If you are in- 
terested in participat- 
ing in the basketball 
tournament or want to 
purchase a ticket, con- 
tact Sarah Gom at vp- 
prkdkstate@gmail. 
com. Sign-ups for the 
basketball tournament 
will be on a first-come, 
first-served basis. 
Food and raffle items 
are donated from lo- 
cal businesses. Funds 
raised will be donated 
to the Manhattan Cri- 
sis Center Inc. and the 
Prevent Child Abuse 
America organization. 

Follow us 
on Twitter @kdsig- 
magamma or Face- 
book for more infor- 
mation. Everyone 
is welcome and we 
hope to see you there. 



Benefit Dinner: Sunday, March 1st 5-8 p.m. 
Kappa Delta Sorority 1220 Centennial Dr. 



Food donated by 
these sponsors: 
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Your generosity will benefit 
these organizations 



Prevent Child Abuse America, 
founded in 1972 in Chicago, works 
to ensure the healthy development of 
children nationwide. The organiza- 
tion promotes that vision through a 
network of chapters in 50 states and 
nearly 600 Healthy Families Amer- 
ica home visiting sites in 39 states, 
the District of Columbia, American 
Samoa, Guam, the Northern Com- 
monwealth of the Marianas, Puerto 
Rico, US Virgin Islands, and Can- 
ada. A major organizational focus 
is to advocate for the existence of 
a national policy framework and 
strategy for children and families 
while promoting evidence-based 
practices that prevent abuse and 
neglect from ever occurring. 



The Manhattan Crisis Center pro- 
vides 24-hour hotlines and crisis 
intervention, safe shelter, food and 
subsistence, advocacy, referrals, 
children's services, support groups 
for women and children, support- 
ive counseling, and assistance with 
protection orders to individuals in 
abusive domestic relationships. 
The Crisis Center also provides ed- 
ucational programs to churches, 
schools, and civic groups, and spe- 
cialized training to professional as- 
sociations and employee groups. 
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Health care for K-State students! 



Allergy & Immunization 

General Medical Clinic 

Health Promotion 

Laboratory 

Nutrition Counseling 

Pharmacy 

Physical Therapy/ 
Rehabilitation 

Radiology 

Sports Medicine Clinic 
Travel Clinic 
Psychiatric services 



HOURS: 

Monday— Thursday 

8:00 AM -6:00 PM 

Friday 
8:00 AM-5:()o PM 
Saturday 

l():0{) AM— 1:00 PM 

See website for summer and 
holiday hours. 
www.k-statc.edu/lafcne 



Please call for an 
appointment! 

(785) 532-6544 
Lafcnc Health Center 
1105 Sunset Avenue 
Manhattan, KS 66502 




CHANGE YOUR PERSPECTIVE 



SUPPORT A WORTHY CAUSE 



# 



Place an ad in the 

'TIaunt your Philanthropy" 

section of our newspaper 
to show your support of the worthy causes 
the Greek community endorses. 

thecollegian 
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785-532-6560 





SOUTHERN TIDE 



15% off your next regular price 
item purchase of Southern Tide. 

In stock Merchandise only 




Mens Clothing Formalwear 

331 Southwind Place • Manhattan, Kansas 66503 • 785-537-8636 

borck-bros.com 

Mon-Fri 9:30am to 6pm.. .Sat 9:30am to 5pm. ..Sun 1pm to 5 pm 

Please present this coupon at purchase. Expires March 20, 2015 
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OF K-STATE STUDENTS 



Kansas State University 
I WellCAT Ambassadors 



Connect with us: 
www. facebook.com/wellcats 
@KSU_WellCAT 

LAFENE+ 

HEALTH CENTER 



CONSUMING 
NO ALCOHOL 
IN THE PAST 
TWO WEEKS. 



Get paid to inspire others 
and challenge yourself 



You deserve a factual look at . . . 

How Will We Stop Iran? 

Iran's global jihad seizes new ground, fortified by an 
obsessive quest for nuclear arms. Negotiations are failing. 
Do we need tougher sanctions? 

Iran's Islamic fundamentalist leaders are sworn by their nation's constitution to pursue world conquest through 
jihad. Through global terror campaigns, Iran has already achieved dominance in Syria, Lebanon, Iraq and 
Yemen It openly threatens to destroy Israel. Despite decades of Western-imposed trade embargos and sanctions, 
as well as recent U.S.-led negotiations, Iran's drive to amass nuclear arms continues unabated, and its leaders vow 
not to give up their quest. What more must the U.S. and the world do to stop Iran's apocalyptic nuclear threat? 



What are the facts? 

Iran is by far the world's most aggressive perpetrator 
of terrorist acts. It provides direct funding and 
leadership to Islamic terror groups Hizbollah, Hamas. 
Houthi rebels in Yemen, and Shiite militias in Iraq, as 
well as the ruthless Assad regime in Syria. The Islamic 
republic also has been tied to bloody attacks on 
civilians in nations as far flung as India, Thailand, 
Saudi Arabia and Bulgaria, as well as an attempted 
assassination of the Saudi Ambassador in Washington, 
DC. Iran was recently 
implicated in the 1994 
bombing of a Jewish center 
in Argentina and a 
murderous cover-up 
attempt. But Iran's most 
belligerent threats have been 
directed at Israel, which Supreme Leader Ayatollah 
Khamenei vows to "annihilate." 

Iran's terrorist tactics are motivated by its drive to 
become the dominant power in the Middle Kast. The 
Shiite ideology of Iran's leaders commands Muslims to 
wage global jihad, and their constitution commits 
them to "the establishment of a universal holy 
government and the downfall of all others." So far 
Iran's strategy has been successful, as its controlling 
influence now spreads over Lebanon, Syria, Iraq and 
most recently Yemen. More critically, Iran has an 
effective chokehold over the Gulf of Hormuz, through 
which much of the world's oil travels. 

No wonder most of the world's nations, especially 
Saudi Arabia, Jordan and Egypt, are horrified at the 
prospect of Iran acquiring nuclear weapons. In fact, a 
nuclear Iran threatens the worldwide balance of power, 
particularly in the inflammable Middle Kast. For Israel, 
a nuclear-armed Iran poses an imminent threat to its 
very existence. 

Unfortunately, the West, and particularly the United 
States, must share the blame for allowing Iran to 
increase its hegemony and acquire nuclear weapons 
capability. The U.S. pulled out of Lebanon in 1983 after 
an Iranian-engineered bomb killed 241 Marines, 
facilitating the rise of Shiite Hizbollah terrorists. When 
the U.S. pulled out of Iraq in 2011, Iran stepped in, 
seizing control of Shiite militias and exerting decisive 
influence on the Iraqi government. Syria's President 



"Of course we bypass ttie sanctions, 
and we take pride in it." 

Iran's President Hassan Rouhani 



Bashar Assad, roiled in a bloody civil war, has 
essentially become a proxy for Iran, and the Houthis, 
who just violently took control of former U.S. ally 
Yemen, are also on Iran's payroll. While the U.S. has 
designated Iran a state sponsor of terrorism and 
instituted a trade embargo in 1995, the Islamic 
republic's warlike acts against the U.S., Israel and 
many other nations have only increased. To halt Iran's 
nuclear weapons development, the West imposed 
sanctions in 2006, but Iran's centrifuges continue to 
spin defiantly. 

Despite intense recent 
negotiations between the 
U.S and Iran to reach a 
peaceful resolution, several 
deadlines for settlement 
have passed, and Iran still 
refuses to cease nuclear weapons development. Indeed, 
recent investigations indicate that Iran has already 
violated existing agreements by establishing secret 
nuclear supply networks. Iran's President Hassan 
Rouhani boasts, "Of course we bypass the sanctions, 
and we take pride in it." No wonder a majority of the 
U.S. Congress urgently supports harsh new sanctions 
on Iran unless it immediately agrees to give up 
weapons-grade nuclear enrichment and ballistic 
missile programs. President Obama, however, 
promises to veto any such measure, arguing that 
increased sanction threats will frighten the Iranians 
from further negotiations. 

What is the solution? Most Americans share the 
President's hopes that Iran can be persuaded to set 
aside its nuclear ambitions— and its vendetta against 
Israel — through diplomacy But one thing is certain: 
Iran is our enemy. Appeasement will not work. It is 
only crippling Western economic sanctions, backed by 
the threat of force, that have driven Iran to the 
negotiating table. 

Above all, Iran must decommission its nuclear 
weapons infrastructure now. To this end. Senators 
Robert Menendez (D-NJ) and Senator Mark Kirk (R-IL) 
have introduced the Nuclear Weapons Free Iran Act of 
2015, which toughens sanctions if Iran refuses to 
comply, thus strengthening the U.S. hand in forging an 
agreement that peacefully eliminates the Iranian 
nuclear threat. 



Since sanctions brought the Iranians to the table, sanctions are the most powerful, peaceful means for convincing 
them to abandon plans to acquire nuclear weapons. But because the Iranians continue to declare themselves 
implacably committed to nuclear development, it's time to ratchet up economic pressure. The Nuclear Weapon 
Free Iran Act should be passed now. The survival of the world is at stake. 



This message has been published and paid for by 

FLAME 

Facts and Logic About the Middle East 
P.O. Box 590359 ■ San Francisco, CA 94159 
Gerardo Joffe, President 
James Sinkinson, Vice President 



FLAME is a tax-exempt, non-profit educational 501 {c)(3) 
organization. Its purpose is the research and publication of the facts 
regarding developments in the Middle East and exposing false 
propaganda that might harm the interests of the United States and its 
allies in that area of the world. Your tax-deductible contributions are 
welcome. They enable us to pursue these goals and lo publish these 
messages in national newspapers and magazines. We have virtually 
no overhead. Almost all of our revenue pays for our educational work, 
for these clarifying messages, and for related direct mail. 
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To receive free FLAME updates, visit our website: www.factsandlogic.org 



FULL TIME & PART TIME 
POSITIONS AVAILABLE 

Start at $9.75 per hour 



List of positions and online 
applications available at 

biQlcike/oOrQ 



big lake/ 
cleyelopmenlal cenler, inc. 

bide 

Making a difference in the lives of 
adults with developmental disabilities 

1416 Hayes Dr | 785-776-920! | hr@biglakes.org 



#blowemaway 
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Find a place to live at 
Kansas State University 



www.kstatecollegian.com/housini 




OFFICIAL SPONSOR OF 

KANSAS STATE 

MEN'S BASKETBALL 



GO WILDCATS 



MANHATTAN 

320 N 3RD ST 



■Qdoba' Is a registered trademark ot the Qdoba Restaurant Corporation ©2014. 



APARTMENTS 



& TOWNHOMES 



www.RentHRC.com 
785-537-9064 




Come visit us at 
400 Beechwood Terrace 



Walk-ins always 
welcome! 

• No appointment necessary 



Most insurance plans 
accepted 

Pediatric, adolescent and 
adult services available 



GO CATS! 



Manhattan 

URGENT CARE 



785-320-6770 • www.urgentcaremanhattanks.com 




Great Gift Ideas! 

For Your Special Wildcat 




Royal Purple Yearbook H7' 



Photo Reprints from The Collegian and Royal Purple at 
photos.collegianmedia.com including: 

(pricing available on website) 






Choice of Select Framed and Matted Pictures 

off the walls of Kedzie's north halls for ^120 each 

First Come, First Served 



103 Kedzie Hall • (785) 532-6555 • Mon-Fri: 8 a.m.-5 p.m. 



collegian 

MEDIA GROUP 



Come Celebrate With UsI 




Manhattan's Favorite Mexican RestaurantI 



LA FIESTA 



Tue - Thu: 11:00 am - 10:00 pm 
HOURS: Fri - Sat: 11:00 am - 11:00 pm 

Sun: 11:00 am - 9:00 pm 



2301 Tuttle Creek Blvd 



(785) 587-5258 



Come Tame Your 

Wild Side! 





NOTHIN'BUTNET! 



1128 Moro St. • 785.776.2252 



Lms* t*<fsy *t Urtlwfrr*!ly CfOMlnf and yeu c^n fav« up 
Comv by qut oHlt<i ■ jutt a ihort walk from, the ttatf rum - t& find out 
ikttOUt thb (p#cl^l <yffiff and f«<«\^t ^ FREf RALLY TOWEL! 

Tw« b4'dr44<m WfilH jit^rt -at Just £570* ji-nd four^bodrocmf arc only 
$430* p«r raom — i»eur« our lew«it rates today wlwn you t*k* 
adviEiTitage of this limited time deal! 



Uwt ptDtnff UI^C<>1PLN t4 win big if\6 uve big^^r! 






SHOP 



1 02 Laramie St. | 785-789-4870 1 www.jeffspizzashop.com 




^uy a 14" or Carger pizza and get a 
second pizza of the same size for T^R^E^l 



(Buy any 14 " or Carger pizza and get a "jpiyj i 

SmotfiareClk Stic^ of the same size for T^R^^l 





"Tripk (p[ay" two 12" one topping pizzas, 10" 
SmothareCCa Stic^ and a 2-titerfor only $19,951 

(Buy a 14 " or Carger speciaCty pizza 
and get a 10" SmothareCCa Stic^for 'F^fE/ 





"Friday Teast " - 14" speciaCty pizza pCus a 14 " 
one topping pizza and a 2-Citer soda for onCy $26,951 




Qet a 16" two topping pizza and 
a 14 " SmothareCCa Stic^for onCy $23.95! 




Qet a 14" two topping pizza and 
4 (Bosco Cheese Stic^for onCy $15.95! 



